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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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Indian Standard (Reaffirmed 2003) 

DATA SHEET FOR 
INDUSTRIAL OVENS 



1. Scope — Covers the technical data required for mechanical design and acceptance criteria of an 
industrial oven. 

2. Datasheet 

DATA SHEET FOR INDUSTRIAL OVENS 

2.1 Name and address of Purchaser/Supplier. 

2.2 Drawing submitted Yes/No. 

2.3 Erection and adjustment by Manufacturer/Purchaser, 

2.4 Safety ventillation air flow tests to be made after erection by Manufacturer/Purchaser. 

2.5 Type Continuous/Batch. 

2.6 Construction Sheet steel on steel frame/Nonf-combustible insulation/Any other. 

2.7 Rated heat Input... Gas...W, Fuel oil No kg/h. Electric kW, Steam kN. 

2.8 Size Length (external) m. Width (external) m Height (external) m. 

Volume (internal) m^. 

2.9 Air space between oven and wood floor m. 

2.10 Air space between stacks, ducts and wood building construction ...m. 

2.11 Fuel shut off accessible in event of fire...-, Yes/No. 

2.1 2 Fire protection in ovsn Automatic sprinklers/open sprinklers carbon dioxide/steam/other/none. 

2.13 Type of work Impregnated-coated absorbent material like paper or cloth/lithargic coating/ 

varnish/electrical coils/food baking/cores or moulds, 

2.14 Name of solvent used 

2.14.1 Maximum solvent for which oven designed continuous ...kg/h; Batch kg/batch. 

2.15 Designed Safety Ventillation Arrangement: 

a) Separate centrifugal exhauster, 

b) Recirculating fan with spill, 

c) Natural draft stack, or 

d) Opening into room, 

2.16 Heating Arrangement: 

a) Internal direct fired ( non circulating). 

b) Internal direct fired ( recirculating ), 

c) External direct fired ( recirculating ), 

d) Externa! indirect fired, or 

e) Other. 
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2.17 Type of electric heating elements and location. 

2.18 Number of main burners 

2.18.1 Number of pilot burners 

2.19 Method of lighting off Portable torch/fired pilot/oil/gas/spark ignition. 

2.20 Method of Firing: 

i) High-low/On-Off, 

b) Modulating/continuous, 

c) Automatic lighted/manual lighted; 

d) Semi-automatic lighted. 

2.21 Type of pilot continuous/interrupted/intermittent/other. 

2.22 Mixture Type: 

a) Gas 

Number of main Zero-Governor Automatic High 

burner inspirators Type inspirators pressure 

Number of pilot Zero-Governor Automatic High 

inspirators Type inspirators pressure 

b) Oil Air atomizing/ross or dry system air atomizing. 

2.23 In case of explosion, heat cut off automatic or manual. 
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EXPLANATORY NOTE 



In the preparation of this standard assistance has been derived from ANSI/NFPA 86A-1977 
'Ovens and furnaces', issued by American National Standards Institute. 
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